From: 

Sent: 

To: 

Subject: 


Salem, Sharon (DPH) 

Tuesday, March 03, 2009 2:41 PM 
Nassif, Julianne (DPH) 

RE: quick question 


Not exactly a quick reply- In January, Amherst analyzed 21 % of the samples. That figure includes samples from Jamaica 
Plain. 


From: Nassif, Julianne (DPH) 

Sent: Wednesday, February 25, 2009 3:32 PM 
To: Salem, Sharon (DPH) 

Subject: quick question 

Hi Sharon, Can you tell me of the given samples tested in a month, what percentage are tested in Amherst? 
Thanks, 

Julie 

JullttlAM NflSSl-f 

Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 
juJiann6.-.nass[f@stat_e.m_a.us 
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